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PHILIP MORRIS 

U.S.A. 

RESEARCH CENTER, 615 MAURY STREET, RICHMOND, VIRGINIA 23224 TELEPHONE (604) 274-2000 

September 5, 2002 


Ms. Jennifer S. Gilles 
Contract Analyst 
Covance Laboratories Inc. 

3302 Kinsman Boulevard 
Madison, WI 53704 

Re: Project Agreement Number 1 for Protocol Development and Site 

Identification for the Total Exposure Study (TESMC/01/02) 


Dear Ms. Giles: 

Enclosed please find the executed copy of Project Agreement Number 1 as mentioned 
above between Philip Morris, Inc. and Covance Laboratories, Inc. 

If you need anything further, please feel free to contact me at (804) 274-2090. 

Thank you. 

Sincerely, 

Loreen L. Carchman 

Manager, Worldwide Scientific Affairs 

Enclosure 

cc: V. King 
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Source: https://www.industrydocuments.ucsf.edu/docs/zsfj0001 



